AMENDMENT NO. 1 AUGUST 2018 
TO 
IS 9474 : 1980 SPECIFICATION FOR PRINCIPLES OF 
MECHANICAL GUARDING OF MACHINERY 


(Page 8, clause 4.4) — Insert the following new clause after 4.4: 


‘4.5 Guards shall be mounted with kidney slots for easy removal for 
maintenance. Guard presence sensor shall be provided to ensure that the guard is 
in place after maintenance to avoid potential accidents.’ 


(Page 57, clause D-7.1) — Insert the following at the end of clause: 
‘To avoid use of one of the two hand, controls are permanently made ‘ON’ by 


the operator for ease in operation, electric logic to be provided having 
anti-repeat interlock arrangement.’ 
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